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33  The gazetted ktaft we propone for the&e otftpos is compared in the follow-
ing table -with tlic existing staff and the staff proposed by the Railway Bo<iid

(Figmes of cost in thousand of inpee^ )

----
	Present Sanctioned Scale
	Proposed by Railway Board
		Proposed by Committee

	No        Cost
	No
	Cost
	No        Cost

Railway Board
	
	
	
	

Chief Commissioner
	1              60
	1
	60
	1              60

J&nanoial Commissioner
	1              48
	1
	48
	1             48

Members
	3            144
	3
	144
	2              96

Directors
	6             171
	3
	102
	3            102

Secretary
	1              33
	1
	33
	1              33

Deputy Directors
	5            108
	5
	108
	4              87

Deputy Secretary
	1              18
	1
	18
	

Assistant Director
	1              15
	
	
	

Superintendents Total Central Standards Office
	7              60
	7
	60
	7              60

	25            667
	22
	673
	19            486

	
	
	
	

Chief Controller Deputy Chief Controller
	1              48 2              58
	1
 1
	48 29
	Dy Directors 2             43

Assistant Chief Controller   .
	1             23
	
	
	

Personal Assistant Total
 OontroOer of Radway Accminte
	1             19
	1
	19
	

	6            148
	3              96
		2             43

	
	
	
	

Controller
	1             39
	1
	39
	

Deputy Controller
	1             22
	1
	22
	

Assistant Controller Assistant Accounts Officer Total Total
	1             13 1             10
	1 1
	13 10
	Dy Director 1             22

	4             84
	4
	84
	1              22

	35           889
	29
	763
	22            561

Add fox leave salary Grand Total
	148
	
	160
	92

	1,037
	908
		643

